To:  Way,  Stevenfway. steven@epa.gov] 

From:  Carla  Copeland 

Sent:  Sun  8/23/2015  5:50:20  PM 

Subject:  RE:  GK  Costs  - Omni  Systems  ? 

Steve, 

Yes  I know  they  are  not  on  yet,  I will  have  to  add  that  when  we  get  additional  funding.  I was  waiting  on 
the  final  procurement  from  my  office. 

Carla 

— Original  Message — 

From:  Way,  Steven  [mailto:way.steven@epa.gov] 

Sent:  Sunday,  August  23,  201 5 1 1 :49  AM 
To:  Carla  Copeland  <c.copeland@erllc.com> 

Cc:  Matt  Francis  <m.francis@erllc.com> 

Subject:  GK  Costs  - Omni  Systems  ? 

Carla  - 1 an  not  seeing  Omni  systems  on  the  55s.  Please  include  this  pending  cost  of  estimate  $69,000  or 
whatever  the  PR  is  for 

Thanks 

Sent  from  my  iPad 
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